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GRAND VIEW-SHIP HOTEL ON U. S. 30 
THE ONLY STEAMBOAT IN THE MOUNTAINS 
IN U. S., 17 MILES WEST OF BEDFORD, PA. 
80 MILES EAST OF PITTSBURGH, PA. 


GRAND VIEW POINT HOTEL at the most beautiful 
spot in U. S. Summit of Allegheny Mts. I7 miles west 
of Bedford, Pa. on Historic Lincoln Highway, over- 
looking 3 states and 7 counties. Elevation 2,464 feet. 
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